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ABSTRACT 


The  journals  held  by  the  reference  library  at  the  Defence 
Research  Establishment  Suffield  (DRES)  are  listed  alphabetically. 
Borrowing  procedures  and  the  current  inter library  loan  policy  are 
stated.  This  listing  is  the  preferred  authority  when  requesting  loans 
from  DRES. 


RESUME 


Les  journaux  de  la  bibliotheque  du  Centre  de  recherches  pour  la 
defense  Suffield  (CRDS)  sont  enumeres  dan  I'ordre  aplhabetique.  Les 
procedures  ainsi  que  la  politique  actuelle  de  prets  entre 
bibliotheques  y sont  decrites.  Veuillez  utiliser  ce  document  pour 
rediger  vos  requetes  d'emprunts  du  CRDS. 
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INTRODUCTION 


This  listing  is  the  most  current  and  complete  of  the  DRES 
periodical  holdings  that  are  presently  accessible,  and  supersedes  the 
previous  catalogue:  ”Suf field  Special  Publication  No.  148®*  (Nov 
1991)  . Libraries  that  request  material  on  loan  from  DRES  are  reminded 
that  this  list  is  the  preferred  authority  over  any  other  listing, 
including  the  Union  List  of  Scientific  Serials  in  Canadian  Libraries. 
The  older  journal  collection  is  held  in  Building  6.  These  journals 
are  listed  in  a separate  catalogue. 

LEGEND  TRANSLATION 


Readers  will  not  that  a few  symbols  appear  in  the  text  with 
each  entry.  The  meaning  of  these  symbols  are  as  follows. 

V.  - volumes  held  by  DRES 

- the  journal  is  still  on  the  subscription  list 
* - there  are  previous  issues  of  this  journal  currently  being 

stored  in  Building  6. 


LOCATION: 

Unless  otherwise  noted,  the  current  year's  holdings  of  a 
journal  is  held  in  the  library.  Room  306.  The  journal  storage  area 
for  Building  1,  the  Central  Laboratory,  is  Room  139.  All  back  issues 
are  stored  here,  unless  otherwise  specified  in  the  catalogue.  Stacks 
are  identified  by  letter  and  shelves  by  number.  Journals  in  Building 
13  stay  there  only  for  the  current  year  and  are  then  stored  in  Room 
139.  These  journals  are  noted  in  the  entries. 
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BORROWING  POLICY 


Journals  are  not  routed  to  individuals.  Issues  are 

displayed  in  one  of  the  reading  rooms  until  a subsequent  issue  is 
received.  An  entire  calendar  year®s  run  of  the  journal  is  stored  in 
the  display  case  in  the  library.  At  the  beginning  of  the  new  year  the 
previous  years  journals  are  transferred  to  the  location  listed  in  this 
guide. 


It  is  requested  that  journals  on  display,  that  is,  the  most 
current,  are  not  removed  from  the  reading  rooms.  All  other  journals 
may  be  borrowed  by  the  simple  method  of  signing  the  appropriate 
borrower's  card. 

Users  are  reminded  that  it  is  very  important  to  cooperate 
in  signing  out  for  the  journals.  All  retrieval  is  lost  if  the  user 
does  not  sign  for  the  item  and  this  can  cause  a great  deal  of  trouble 
for  others  who  wish  to  consult  the  journal. 

INTERLIBRARY  LOAN  SERVICE 

Borrowing  Policy 

DRES  is  connected  with  other  Canadian  Libraries  to  form  a 
defacto  interlibrary  loan  network.  When  items  cannot  be  located  in 
Canada  the  library  is  prepared  to  request  the  loan  from  international 
sources.  All  loans  will  be  made  in  accordance  with  the  interlibrary 
loan  (ILL)  policy  as  stated  below: 

a.  ILL  service  is  provided  for  permanent  staff  and  term 
employees . 
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Books,  articles  and  conference  proceedings  can  be 
requested. 

Whenever  possible  requests  are  made  by  electronic  mail. 
Photocopies  are  preferred  over  microforms. 

The  requestor  is  responsible  for  verifying  that  the 
material  is  not  held  by  DRES. 

The  requestor  must  provide  enough  information  for  the 


lending 

institution  to  identify  the 

(1) 

For 

articles  this  should  include 

(a) 

author. 

(b) 

article  title. 

(c) 

journal , 

(d) 

volume. 

(e) 

year,  and 

(f) 

inclusive  pages. 

(2) 

For 

books  it  should  include: 

(a) 

author. 

(b) 

title. 

(c) 

year,  and  (d)  publisher. 

Whenever  possible,  the  requestor  should  provide  the 
library  with  verification  in  the  form  of  a photocopy  of 
the  source  of  information  i.e.  the  bibliography  or 
online  search  citation.  This  helps  to  prevent  errors 
that  can  arise  when  trying  to  interpret  handwriting. 
If  the  request  is  for  an  article  from  a conference,  the 
requestor  should  indicate  if  they  wish  to  receive  the 
entire  proceedings. 

If  the  request  cannot  be  located  in  Canada  the  library 
and  the  requestor  will  discuss  further  action. 
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Lending  Policy 


The  DRES  lending  policy  is  as  follows; 


a. 


b. 


c« 

d. 


e. 


f « 


g. 


DRES  lends  material  to  institutions,  not  to 

individuals. 

All  loans  are  photocopies  of  articles.  Books,  bound 
volumes  and  whole  journals  are  not  lent. 

The  limit  for  photocopies  is  20  pages. 

Requests  will  be  received  via  the  standard  ALA/CLA  ILL 
form,  ENVOY  100  or  by  telephone. 

The  borrowing  institution  must  provide  enough 
information  to  verify  the  request. 

The  current  DRES  periodical  guide  is  the  authority  for 
determining  what  is  held  at  DRES. 

There  is  no  charge  for  this  service. 


The  DRES  ENVOY  address  is  DRES . LIBRARY,  the  telephone  number 

is  (403)  544"*4662  and  the  Canadian  Library  Symbol  is  ARS.  Our  fax 
number  is  (403)  544“3388. 
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TITLE 


LOCATION 


ACTA  Metallurgica  et  Materialia  B1 

V.  31,  1989  - 

Current  year  in  Building  13 *s  reading  room 


ACTA  Pharmacologica  et  Toxicologica*  (Denmark)  B1 

(superseded  by  Pharmacology  and  Toxicology) 

V.  46,  1980  - V.  69,  1991 


Actual ite  Bldg  13 

Current  year  only  - reading  room. 


Agriculture  Engineering  Research  L28 

V.  31,  1985  - V.44,  1989 


A. I. A. A.  Journal  J41  - J43 

(American  Institute  of  Aeronautics  and  Astronautics) 

V.  6,  1968  - V.  27,  1989 

Current  year  in  Building  13  reading  room 


A.I.C.H.E.  Journal  K37  - K38 

(American  Institute  of  Chemical  Engineers)* 

V.  23,  1977  - V.  36,  1990 


UNCLASSIFIED 


UNCLASSIFIED 
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AI  Expert 

V«  5,  1990 

Current  year  in  Building  13 *s  reading  room. 

N12 

American  Cinematographer 

V.  55,  1974 

Photo 

American  Journal  of  Physics* 

V.  47,  1979 

Current  year  in  Building  8's  room  14. 

H5 

American  Journal  of  Veterinary  Research 

V.  51,  1990  - 

Bldg  10 

Analyst  (U.K.) 

V.  100,  1975  - V.  110,  1985 

133 

Analytica  Chimica  ACTA  (U.K.) 

V.  1,  1947  - V,  49,  1970 

122  - 124 

Analytical  Biochemistry* 

V.  63,  1975  - 

C41  “ C45 

Analytical  Chemistry 

V.  19,  1947  - 

11  - 19 

UNCLASSIFIED 


UNCLASSIFIED 
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Analytical  Toxicology  F47 

V.  2,  1978  - V.  9,  1985 


Anesthesiology  , Cl  - C4 

V.  44,  1976  - 


Angewandte  Cheinie  124  - 126 

(International  Edition) 

V.  1,  1962  - V.  26,  1987 


Animal  Technology  Bldg  10 

(supersedes  Journal  of  the 
Institute  of  Animal  Technicians) 

V.  34,  1983  - 


Annals  of  the  New  York  Academy  of  Sciences  M15  - M29 

V.  50,  1949  - V.  169,  1970; 

V.  190,  1971  - V.  348,  1980 
V.  411,  1983 

Antimicrobial  Agents  and  Chemotherapy  D40  - D41 

V.  21,  1982  - 


Applied  and  Environmental  Microbiology  F35  - F38 

V.  37,  1979  - 


UNCLASSIFIED 


UNCLASSIFIED 
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Applied  Biochemistry  and  Biotechnology  L25 

V.  18  , 1988 

Applied  Optics*  F14  - F15 

V.  27,  1988  ” 

Current  year  in  Building  13 *s  reading  room. 


Applied  Physics  Letters*  J5  - J7 

V.  40,  1982  V.  58,  1991 

Current  year  in  Building  8's  room  14. 


Applied  Spectroscopy  L26 

V,  43,  1989  “ 


Archives  Internationales  B15  - B22 

de  Pharmacodynamie  et  de  Therapie 
V,  81,  1950  V.  290,  1987 


Archives  of  Toxicology  F13 

V.  49,  1982  - 


Armada  International  (Naval)  L37 

V.  11,  1987  “ 


A.S.M.E.  Transactions  Series  E L2 

(see  Journal  of  Applied  Mechanics) 


UNCLASSIFIED 


UNCLASSIFIED 
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Association  for  Computing  Machinery  K4  - K5 

(see  Communications  of  the  A.C.M.) 

V.  26,  1983  - V.  34,  1991 

Automotive  Engineer  Lll 

V.  10,  1985  - V.  16,  1991 

Current  year  in  Building  13 's  room  111. 


Automotive  Engineering  L12 

V.  94,  1986  - 

Current  year  in  Building  13 's  room  111. 


Aviation  and  Aerospace  J13 

(supersedes  Canadian  Aviation) 

V.  63,  1989  - 

Current  year  in  Building  13 's  reading  room. 


Aviation  Week  and  Space  Technology  J12  - J13 

Feb.  1988  - 

Current  year  in  Building  13 's  reading  room. 


Biochemical  Journal  (U.K.)  B24  - B36 

(supersedes  Biochemical  Journal:  Cellular  Aspects  B40  - B45 

and  Biochemical  Journal:  Molecular  Aspects) 

V.  7,  1913  - V.  130,  1972; 

V.  193,  1981  - 


UNCLASSIFIED 


UNCLASSIFIED 
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Biochemical  Journal:  Cellular  Aspects  B36  - B38 

V.  132,  1973  ■“  V.  192,  1980 
(superseded  by  Biochemical  Journal) 

Biochemical  Journal:  Molecular  Aspects  B38  - B40 

V.  131,  1973  - V.  191,  1980 
(superseded  by  Biochemical  Journal) 

Biochemical  Pharmacology  B6  - B12 

V,  1,  1958  - 


Biochemistry  F25  - F35 

(American  Chemical  Society) 

V.  1,  1962 


Bioessays  N22 

V,  12,  1990  - 


Biological  Mass  Spectrometry  N16 

(supersedes  Biomedical  and  Environmental  Mass 
Spectrometry) 

V.  20,  1991 


Biomedical  and  Environmental  Mass  Spectrometry  L43 

(superseded  by  Biological  Mass  Spectrometry) 

V.  15,  1988  V.  19,  1990 


UNCLASSIFIED 


UNCLASSIFIED 
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Biosensors  L29 

V.  3,  1987/88  - V.  4,  1989 


Biosensors  and  Bioelectronics  L29 

(supersedes  Biosensors) 

V.  5,  1990 

Biotechniques  L27 

V.  6,  1988  - 


Biotechnology  M2 

V.  6,  1988  - 


Boundary “Layer  Meteorology  (Netherlands) 

V.  1,  1970  - V.  11,  1977; 

V.  44,  1988  “ 

N15 

Brain  Research 

V.  435,  1987  “ V.  463,  1988; 

V.  473,  1988  “ V.  505,  1989 

N38  - N39 

Brain  Research  (Developmental) 

V.  38,  1988  - V.  51,  1990 

N40 

UNCLASSIFIED 


UNCLASSIFIED 
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Brain  Research  (Molecular)  N40 

V.  464,  1988  ~ V.  6,  1989 

Brain  Research  Reviews  N40 

V,  472,  1988 


British  Journal  of  Pharmacology  A25  - A29 

V.  36,  1969  “ 


Bulletin  of  the  American  Meteorological  Society*  B4 

V.  61,  1980  - V.  70,  1989 


Bulletin  of  the  World  Health  Organization  (Geneva)  A22  - A23 

(same  as:  WHO  Bulletin  - English  Edition) 

V.  57,  1979  ” V.  67,  1989 


Byte  K27  - K28 

V.  8,  1983  ™ 

Current  year  routed  between  Buildings  1 & 13 . 


Canadian  Aeronautics  and  Space  Journal  J47 

V.  11,  1965  “ 

Current  year  in  Building  13 ’s  reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 
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Canadian  Aviation  J13 

(superseded  by  Aviation  and  Aerospace) 

V.  58,  1985  ~ V.  62,  1989 


Canadian  Electronics  Engineering  (CEE)  L44 

(merged  into  Canadian  Electronics) 

V.  28,  1984  - 

Current  year  in  Building  13 *s  reading  room. 


Canadian  Geotechnical  Journal  L34 

V.  23,  1986  - V.  24,  1987 

Canadian  Journal  of  Chemistry  M33 

V.  29,  1951  - V.  65,  1987 


Canadian  Journal  of  Microbiology*  D15 

V.  25,  1979  - 

Canadian  Journal  of  Physics*  HI  - 

V.  50,  1972  - V.  68,  1990 

Canadian  Journal  of  Physiology  and  Pharmacology*  G39 

V.  57,  1979  “ 


- M42 


- D16 


H3 


- G41 


UNCLASSIFIED 


UNCLASSIFIED 
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Canadian  Journal  of  Remote  Sensing 
V.  8,  1982  “ V.  17,  1991 

Canadian  Military 
V.  1,  1992  “ 

Canadian  Occupational  Health  and  Safety  News 

V.  12,  1989  - 


Canadian  Photography 

(superseded  by  Photovideo  Professional) 
V.  4,  1974  “ V.  14,  1983 


Canadian  Plastics 
V.  47,  1989  - 

Current  year  in  Building  13 's  reading  room. 


Canadian  Secretary 
Current  year  only. 

Cell  Calcium 

V.  13,  1992 

Cellular  Immunology* 

V.  44,  1979  ~ 


Chemical  Abstracts* 

V.  1,  1907  ” V.  65,  1966 


UNCLASSIFIED 


N13 


Library 


M6 


Photo 


M7 


Library 


Library 


A33  - A36 


El  - E27 


UNCLASSIFIED 
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Chemical  Abstracts  Index:  Authors  E28  - E30 

V.  1,  1907  - V.  75,  1971 

Chemical  Abstracts  Index:  Formulas  E27  - E28 

V.  14,  1920  - V.  75,  1971 


Chemical  Abstracts  Index:  Subjects  E30  - E36 

V.  1,  1907  - V.  75,  1971 


Chemical  Research  in  Toxicology  L31 

V.  2,  1989  - V.  3,  1990 


Chemtech  LI 3 

V.  10,  1980  - V.  19,  1989 


Cold  Regions  Science  and  Technology  NIO 

V.  6,  1980  - 

Current  year  in  Buildings  13 *s  reading  room. 


Combustion  and  Flame  L4 

V.  40,  1981  - 

Current  year  in  Building  13 's  room  14. 


UNCLASSIFIED 


UNCLASSIFIED 
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Combustion,  Explosion  and  Shock  Waves*  L7  - L8 

V.  1,  1965  V.  8,  1972; 

V.  10,  1974  “ V.  11,  1975; 

V.  13,  1977 

Current  year  in  Building  8*s  room  14. 


Combustion,  Science  and  Technology  L6 

V,  25,  1981  » 

Current  year  in  Building  13 's  reading  room. 


Communications  of  the  ACM  K4  - K5 

V.  23,  1980  ” 

Current  year  routed  between  Buildings  1 & 13. 


Compendium  on  Continuing  Education  for  the  Bldg  10 

Practicing  Veterinarian 

V.  12,  1990 


Computer  (Magazine)  K29 

V.  13,  1980 

Current  year  routed  between  Buildings  1 & 13. 


Computer  Graphics  World  Bldg  13 

V.  14,  1991  ” 

Current  year  in  reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 
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Computer  World 
V.  23,  1989  - 

Current  year  in  Building  13 *s  reading  room. 

Computers  and  Fluids 
V.  8,  1980  - 

Current  year  in  Building  8's  room  14. 

Control  Engineering 
V.  29,  1982  - 

Current  year  in  Building  13 's  reading  room. 


Current  Advances  in  Immunology 
V.  6,  1989 


Current  Contents  on  Diskette 
V.  32,  1989  - 


Current  Contents:  Engineering,  Technology  and 
Applied  Sciences  (Including  Weekly  Subject  Index) 
Two  current  years. 


Current  Contents:  Life  Sciences 
(Including  Weekly  Subject  Index) 
Two  current  years. 


L46  - L48 


K25 


K12  - K13 


L25 


Library 


Bldg  13 


Library 


UNCLASSIFIED 
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Current  Contents:  Physical,  Chemical  and  Earth 
Sciences  Therapy 
Two  current  years. 


D.A.T.A.  Digest:  Digital  Integrated  Circuits 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Diodes 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Interface  Integrated  Circuits 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Linear  Integrated  Circuits 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Memory  (Integrated  Circuits) 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Microprocessor  ICS 
Current  year  only  in  room  128. 


D.A.T.A.  Digest:  Optoelectronics 
Current  year  only  in  room  128. 


Library 


Bldg  13 


Bldg  13 


Bldg  13 


Bldg  13 


Bldg  13 


Bldg  13 


Bldg  13 


UNCLASSIFIED 
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D.A.T.A.  Digest:  Power  Semiconductors  Bldg  13 

Current  year  only  in  room  128. 

D.A.T.A.  Digest:  Thyristors  Bldg  13 

(Discrete  Semiconductors) 

Current  year  only  in  room  128. 

D.A.T.A.  Digest:  Transistors  Bldg  13 

(Discrete  Semiconductors) 

Current  year  only  in  room  128. 

Datamation  K26 

1988  - 

Defence  Electronics  K14 

V.  13,  1981  - 

Current  year  in  Building  13 *s  reading  room. 

Defense  News  Bldg  13 

V.  5,  1990  - 

Current  year  only  - reading  room. 

Earthquakes  and  Volcanoes  Met 

V.  18,  1986  - V.  21,  1989 


UNCLASSIFIED 


UNCLASSIFIED 


K22 


K23 
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EDN 
1987  ”■ 

Current  year  in  Building  13 's  reading  room. 


Elastromerics  L45 

V.  121,  1989  - 


Electronic  Design  K19  - K21 

V.  31,  1983  “ 

Current  year  in  Building  13 's  reading  room. 


Electronic  Engineering*  Kll 

V.  55,  1983  - 

Current  year  in  Building  13 's  reading  room. 


Electronic  Packaging  and  Production  K6 

V.  23,  1983 

Current  year  in  Building  13 's  reading  room. 

Electronic  Products  and  Technology  (ep&t)  Bldg  13 

Current  year  only  - reading  room. 


Electronics*  K9  - KIO 

V.  55,  1982 

Current  year  in  Building  13 *s  reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 
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Electronics  Test 

V.  6,  1983  - V.  13,  1990 

Current  year  in  Building  13 *s  reading  room. 


European  Journal  of  Cell  Biology 
V.  26,  1981  - 

European  Journal  of  Pharmacology  (Netherlands) 
V.  35,  1976  - 

Excerpta  Medica:  Section  2B;  Biochemistry 
V.  18,  1965  - V.  2,  1969 


Executive  Strategies 
V.  7,  1992 

Ferns:  Microbiology  Letters 
V.  7,  1980  - V.  78,  1991 


Finite  Element  News  (FEN) 

No.  1 , 1989  - 

Current  year  in  Building  13 's  reading  room. 


Food  and  Chemical  Toxicology 
V.  25,  1987  - 


K17 


J30 


G17  - G22 


H31 


Library 


D34  - D35 


M6 


K47 


UNCLASSIFIED 


UNCLASSIFIED 
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Fundamental  and  Applied  Toxicology  D47  - D48 

V.  1,  1981 


Geophysics  J9  - JIO 

V,  44,  1979  " V.  56,  1991 


Geotechnigue  (U.K.)  N9 

V»  12,  1962  ~ V.  37,  1987 


Graphics  World  Photo 

1983  “ 1987 


Graphics  Photo 

V«  37,  1982  “ V«  43,  1987 

Hazardous  Materials  Management  Library 

V,  4,  1992  - 


Helvetica  Chima  ACTA  113  - 122 

(Switzerland) 

V,  22,  1939  - V.  64,  1981 


Heterocycles  L22 

V.  28,  1989  - 


UNCLASSIFIED 


UNCLASSIFIED 


Hospital  Practice 
V.  24,  1989  - 


I . E . E . E . Spectrum 

V.  1,  1964  - V.  2,  1965; 

V.  17,  1980  - V.  23,  1986 


I.E.E.E.  Transactions  on  Acoustics, 

Speech  and  Signal  Processing 
V.  22,  1974  - 

Current  year  in  Building  13 's  reading  room. 


I.E.E.E.  Transactions  on  Aerospace 
(superseded  by  I.E.E.E.  Transactions  on 
Aerospace  and  Electronic  Systems) 

V.  1,  1963  - V.  3,  1965 


I.E.E.E.  Transactions  on  Aerospace 
and  Electronic  Systems 

(supersedes  I.E.E.E.  Transactions  on  Aerospace) 
V.  4,  1966  - 

Current  year  in  Building  13 *s  reading  room. 


I.E.E.E.  Transactions  on  Antennas  and  Propagation 
V.  8,  1958  - 

Current  year  in  Building  13 's  reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 


24 


IEEE  Transactions  on  Automatic  Control  C4 

V.  27,  1982  ■“  V.  30,  1985; 

V.  37,  1992  - 

Current  year  in  Building  13 *s  reading  room 


I«E.E.E.  Transactions  on  Bio-medical  Engineering  C19  - C20 

V.  6,  1959  - V.  30,  1983; 

V.  34,  1987  - V.  35,  1988 


I.E.E.E.  Transactions  on  Geoscience  C18 

and  Remote  Sensing 
V.  14,  1976  - 

Current  year  in  Building  13 *s  reading  room. 


I.E.E.E.  Transactions  on  Industrial  Electronics  C13 

V.  36,  1989  - 

Current  year  in  Building  13 *s  reading  room. 


I.E.E.E.  Transactions  on  Instrumentation  C7  - C8 

and  Measurement 
V.  8,  1959  - 

Current  year  in  Building  13 *s  reading  room. 


I.E.E.E.  Transactions  on  Magnetics  C14  - C16 

V.  12,  1976  - 


UNCLASSIFIED 


UNCLASSIFIED 


25 


I.E.E.E.  Transactions  on  Pattern  Analysis  C22 

and  Machine  Intelligence 
V.  2,  1980  - V.  7,  1985; 

V.  9,  1987  - 

Current  year  in  Building  13 *s  reading  room. 


IEEE  Transactions  on  Robotics  and  Automation  Bldg  13 

V.  8,  1992 


I.E.E.E.  Transactions  on  Signal  Processing  Bldg  13 

Current  year  only  - reading  room. 


I.E.E.E.  Transactions  on  Software  Engineering  C17 

V.  1,  1975  - V.  14,  1988 


IEEE  Transactions  on  Systems,  Man,  and  Cybernetics  Bldg  13 

V.  21,  1991  - 


Immunological  Reviews  J26 

V.  72,  1983  - 


Immunology*  J27  - J28 

V.  39,  1980  - 


UNCLASSIFIED 


Immunology  Today 
V.  10,  1989  - 


UNCLASSIFIED 


J25 


Index  Medicus  H37  - H43 

V.  28,  1987  - V.  29,  1988; 

V.  30,  1989  ” 


Index  Medicus/Microf iche  Library 

Ve  23,  1982  ” 


Industrial  Photography  Photo 

1978  ” V.  36,  1987 


Infection  and  Immunity  (U.S.)  A9  - A13 

V.  1,  1970  - 


Information  Technology  and  Libraries  Library 

v»  5,  1988 


Institute  of  Animal  Technicians  (U.K.)  Bldg  10 

(superseded  by  Animal  Technology) 

V.  31,  1980  “ V.  33,  1982 

InTech  (U.S.)  K39 

V,  27,  1980  » V.  35,  1984 


UNCLASSIFIED 


UNCLASSIFIED 


27 


Integrated  Circuits  Bldg  13 

Current  year  - reading  room. 


International  Defense  Review  L16  - L17 

English  Edition  (Switzerland) 

V.  20,  1987  - 

Current  year  in  Building  13 *s  reading  room 
and  in  Building  8*s  room  14. 


International  Journal  of  Adaptive  Control  L9 

and  Signal  Processing 
V.  2,  1988  - 

Current  year  in  Building  13 's  reading  room. 


International  Journal  of  Impact  Engineering  L29 

V.  7,  1988  - 

Current  year  in  Building  13 's  reading  room. 


International  Journal  of  Vehicle  Design  ISTVS  Bldg  13 

V.  2,  1981  - V.  12,  1991 
Stored  in  room  111. 


In  Vitro  LIO 

V.  25,  1989  - 


UNCLASSIFIED 


UNCLASSIFIED 


28 


International  Photo  Technik  Photo 

(superseded  by  Phototechnique  International) 

V.  2,  1978  “ V.  4,  1982 


Jane’s  Defence  Weekly  L18 

1987 

Current  year  in  Building  13 's  reading  room. 


Jane’s  Soviet  Intelligence  Review  L19 

V.  1,  1989  - 

Current  year  in  Building  8’s  room  14. 


Journal  of  Aerosol  Science  (U.S.)  J45 

V.  1,  1970  “ V.  3,  1972; 

V.  6,  1975  »■  V.  8,  1977; 

V.  11,  1980  “ V.  17,  1986; 

V.  20,  1989  ” 


Journal  of  Agricultural  Engineering  Research*  Bldg  13 

V.  26,  1980  ” 

Stored  in  room  111. 


Journal  of  Analytical  Toxicology  F47 

V,  3,  1979  ”•  V.  13,  1989 

Journal  of  Applied  Bacteriology*  (U.K.)  F21  - F23 

V.  46,  1979  ” 

UNCLASSIFIED 


UNCLASSIFIED 


29 


Journal  of  Applied  Mechanics*  (U.S.)  L2 

(Transactions  of  the  A.S.M.E.) 

V.  50,  1983  - 

Current  year  in  Building  13 *s  reading  room. 


Journal  of  Applied  Physics*  (U.S.)  N25  - N36 

V.  40,  1969  - 

Current  year  in  Building  8*s  room  14. 


Journal  of  Bacteriology*  (U.S.)  A17  - A20 

V.  138,  1979  - 


Journal  of  Basic  Engineering  L3 

(Transactions  of  the  A.S.M.E.  / Series  D) 

V.  91,  1969  - V.  94,  1980 


Journal  of  Biological  Chemistry  (U.S.)  Library 

V.  1,  1905  - 


Journal  of  Chemical  Physics  M42  - N8 

V.  10,  1942  - V.  70,  1979 


Journal  of  Chromatographic  Science  (U.S.)  H33  - H35 

(supersedes  Journal  of  Gas  Chromatography) 

V.  3,  1965  - 


UNCLASSIFIED 


UNCLASSIFIED 


30 


Journal  of  Chromatography*  (Netherlands)  D17  - D26 

V.  147,  1978  - 


Journal 

of  Chromatography:  Biomedical  Applications* 

V.  147, 

1978  - V.  373, 

1985? 

V.  383, 

1986  - V.  411, 

1986? 

V.  434, 

1987  - V.  524, 

1990? 

V.  535, 

1990  - V.  562, 

1991? 

V.  584, 

1991  - 

Journal  of  Clinical  Microbiology  (U.S.)  F16  - F18 

V.  1,  1975  ” 


Journal  of  Dynamic  Systems,  Measurement  L3 

and  Control 

(Transactions  of  the  A.S.M.E.) 

V.  102,  1980 


Journal  of  Experimental  Medicine  (U.S.)  E43  - E48 

V.  109,  1959  - V,  130,  1970? 

V.  140,  1975  “ V.  167,  1988? 


Journal  of  Explosives  Enginering  L21 

V.  5,  1987  ” 

Current  year  in  Building  8’s  room  14. 


UNCLASSIFIED 


UNCLASSIFIED 


31 


Journal  of  Fluid  Mechanics  (U.K.)  H12  - H21 

V.  1,  1956  - 

Current  year  in  Building  13 *s  reading  room. 


Journal  of  Fluids  Engineering  (U.S.)  L3 

(Transactions  of  the  A.S.M.E.) 

V.  101,  1979  - V.  109,  1987 


Journal  of  Gas  Chromatography  H33 

(superseded  by  Journal  of  Chromatographic  Science) 

V.  3,  1965  - V.  6,  1968 


Journal  of  General  Microbiology*  (U.K.)  D36  - D39 

V.  110,  1979  - 


Journal  of  General  Virology*  (U.K.)  D42  - D44 

V.  42,  1979  - 


Journal  of  Glaciology  Nil 

V.  1,  1951  - 


Journal  of  Heat  Transfer  LI 

(Transactions  of  the  A.S.M.E.) 

V.  99,  1977  - V.  102,  1980; 

V.  104,  1982  - V.  112,  1990 


UNCLASSIFIED 


UNCLASSIFIED 


32 


Journal  of  High  Resolution  Chromatography  D33 

and  Chromatography  Communications  (HRC) 

V.  5,  1982  - V.  12,  1989 


Journal  of  Immunological  Methods  F18  - F21 

V.  32,  1980  - 


Journal  of  Immunology*  (U.S.)  Library 

V.  122,  1979  - 


Journal  of  Infectious  Diseases*  (U.S.)  MIO  - M12 

V.  8,  1976  “ V.  139,  1979 


Journal  of  Investigative  Dermatology  L14 

V.  90,  1988  ” 


Journal  of  Mechanical  Design  L3 

(Transactions  of  the  A.S.M.E.) 

V.  104,  1982 


Journal  of  Medical  Microbiology  (U.K.)  G36  - G37 

V.  2,  1969  - 


J36 


Journal  of  Medical  Virology 
V.  9,  1982  - V.  30,  1990 


UNCLASSIFIED 


UNCLASSIFIED 


33 


Journal  of  Naval  Science  Bldg  13 

V.  18,  1992  - 


Journal  of  Neuroscience  N44 

V.  11,  1991  - 


Journal  of  Neurochemistry  (U.S.)  C33  - C39 

V.  1,  1956  - 


Journal  of  Organic  Chemistry  (U.S.)  G23  - G35 

V.  1,  1937  - 


Journal  of  Pharmacology  and  FI  - Fll 

Experimental  Therapeutics 
V.  1,  1909  - 


Journal  of  Pharmacy  and  Pharmacology  (U.K.)  D1  - D4 

V.  2,  1950  - V.  42,  1990 


Journal  of  Physical  Chemistry*  141  - 142 

V.  72,  1968  - V.  95,  1991 


Journal  of  Physics  D:  Applied  Physics  G42  - G44 

V.  3,  1970  - V.  24,  1991 


UNCLASSIFIED 


UNCLASSIFIED 


34 


Journal  of  Physics  E:  Scientific  Instruments 
(same  as;  Review  of  Scientific  Instruments,  M14) 
V.  12,  1979  - V.  22,  1989 


Journal  of  Ship  Research 
V*  32,  1988  - V.  34,  1990 


Journal  of  Terramechanics 
V,  1,  1964  - V.  28,  1991 

Last  two  years  in  Building  13 's  room  111. 


Journal  of  the  Acoustical  Society  of  America 
V.  21,  1949  - V,  73,  1983 


Journal  of  the  American  Chemical  Society 

V.  1,  1879  - 


Journal  of  the  American  Veterinary  Association 
V.  158,  1971  “ V.  179,  1981 


Journal  of  the  Atmospheric  Sciences*  (U.S.) 

V.  33,  1976  ““ 

Journal  of  the  Institute  of  Animal  Technicians 
(superseded  by  Animal  Technology) 

V.  31,  1980  - V.  33,  1982 


G45 


L46 


N17 


143  - 148 


PI  - P27 


Library 


H9  - HIO 


Bldg  10 


UNCLASSIFIED 


UNCLASSIFIED 


Journal  of  the  Mechanics  and  Physics  of  Solids 
V.  37,  1989  - 

Current  year  in  Building  13 *s  reading  room. 


Journal  of  Vibration,  Acoustics,  Stress 
and  Reliability  in  Design 
(Transactions  of  the  A.S.M.E.) 

V.  105,  1983  - V.  109,  1987) 


Journal  of  Virological  Methods 
V.  2,  1980  - 


Journal  of  Virology*  (U.S.) 
V.  41,  1982  - 


Laboratory  Animal  Science  (U.S.) 
V.  31,  1981  - 


UNCLASSIFIED 


UNCLASSIFIED 


36 


L*actralite 

V.  16,  1991 

Current  year  in  Building  13  reading  room. 

N48 

Laser  Focus  Technology 

V.  24,  1988  ” 

L41 

Lazer  Focus  World 

V.  25,  1989  - 

Current  year  in  Building  13  reading  room 

L35 

LC/GC 

V.  6,  1988  - 

L36 

LC/MC  Update 

V.  2,  1992  ™ 

Library 

Letters  in  Applied  Microbiology 

V.  1,  1985  ” 

F12 

Library  Journal 

V.  106,  1981  “ 

Library 

Life  Sciences 

V.  14,  1974  » 

C23  - C29 

UNCLASSIFIED 


UNCLASSIFIED 


37 


Lightwave  Coitip.  Gr. 

Current  year  only. 


L'Observateur  de  L'OCDE  Bldg  13 

Current  year  only  - in  reading  room 


Lotus  Finance 

Current  year  only. 


Machine  Design  (U.S.)  J14  - J16 

V.  52,  1980  - 

Current  year  in  Building  13 's  reading  room. 


Marine  Structures  M5 

V.  2,  1989  - 

Current  year  in  Building  13 's  reading  room. 


Maritime  Defence  (U.K.)  L20 

V.  8,  1983  - 

Current  year  in  Building  13 's  reading  room. 


Measurements  and  Controls  K33 

V.  17,  1983  - V.  23,  1989 


UNCLASSIFIED 


UNCLASSIFIED 


38 


Measurement  Science  and  Technology 

V.  1,  1990  - V.  2,  1991 

N18 

Medical  and  Biological  Engineering 
and  Computing 

V.  20,  1982  - V.  28,  1990 

K43 

Medical  Corps  International 

V.  5,  1990 

N20 

Medical  Microbiology  and  Hygiene 

V.  1,  1948  “ V.  3,  1950 

H31 

Microbiological  Reviews 

V.  56,  1992  - 

Library 

Military  Technology 

V.  12,  1988  “ 

Current  year  in  Building  8's  room  14. 

L23 

Molecular  and  Cellular  Biology 

V.  12,  1992  “ 

Library 

Molecular  Pharmacology 

V.  25,  1984  ” 

K41 

UNCLASSIFIED 


UNCLASSIFIED  39 


Monoclonal  Antibodies  N21 

V.  8,  1991  - 

Monoclonal  Antibody  News  N21 

V.  1,  1989  “ 

Morbidity  and  Mortality  BDS 

Weekly  Report  (MMWP) 

Current  year  only. 

Nature  025  - 030 

V.  283,  1980  - 

Neural  Networks  Bldg  13 

V.  1,  1989  - 

Stored  in  reading  room. 

Neurochemistry  International  L42 

V.  14,  1989  - 

Neuropharmacology*  D5 

V.  20,  1981  - 

NeuroToxicology  L42 

V.  9,  1988  - 

UNCLASSIFIED 


UNCLASSIFIED 


40 


New  Scientist 
V.  128,  1990  - 


Nucleic  Acids  Research 
V.  10,  1982  » 


O.A.G.  Travel  Planner 
Current  year  only. 


Observers  Handbook 
Current  year  only. 


Occupational  Health  and  Safety  News 
V.  6,  1989 


Office  Equipment  and  Methods 

(superseded  by  Office  Systems  and  Technology) 

V.  26,  1980  “ V.  35,  1989 


Office  Systems  and  Technology 
(supersedes  Office  Equipment  and  Methods) 
V.  36,  1990  “ 


F23 


J17  - J24 


Travel 


Met 


Library 


Printing 


Printing 


UNCLASSIFIED 


UNCLASSIFIED 


41 


Official  Airline  Guide  Travel 

(North  American  Edition) 

Current  year  only. 


Official  Airline  Guide  (O.A.G.)  Travel 

(World  Wide  Edition) 


Official  Canadian  Bus  Guide  Travel 

Current  year  only. 


Optical  Engineering  K34 

V.  25,  1986  - 

Current  year  in  Building  13 *s  reading  room. 


Organic  Mass  Spectrometry  (OMS  / U.K.)  126  - 128 

V.  5,  1971  - 


Parasitology  Today  J25 

V.  5,  1989  - 


Pattern  Recognition  F24 

V.  12,  1980  - 

Current  year  in  Building  13 *s  reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 


42 


PC  World  K30 

V.  3,  1985  - 

Pharmacology  and  Toxicology  B2 

(supersedes  Acta  Pharmacologica  et  Toxicologica) 

V.  60,  1987  - 

Pharmacology,  Biochemistry  and  Behaviour  L33 

V.  29,  1988  - 

Photochemistry  and  Photobiology  F12 

V.  47,  1988  - 

Photogrammetric  Engineering  and  Remote  Sensing  N14 

V.  51,  1985  - V.  54,  1987 

V.  55,  1989  “ V.  56,  1991 

Current  year  in  Building  13 *s  room  135. 

Photographic  Processing  Photo 

V.  24,  1989  ” 

Photomethods  (U . S . ) Photo 

V,  21,  1978  " 


UNCLASSIFIED 


UNCLASSIFIED 


43 


Phototechnique  International  Photo 

(supersedes  International  Photo  Technik) 

V.  1,  1984  - 


Photonics  - Spectra  Bldg  13 

Current  year  only  - reading  room. 


Photovideo  Professional  Photo 

(supersedes  Canadian  Photography) 

V.  15,  1984  - 


Physics  of  Fluids  A J31 

(Fluid  Dynamics  U.S.) 

V.  2,  1990  - 

Current  year  in  Building  8*s  room  14. 


Physics  of  Fluids  B J32 

(Fluid  Dynamics  U.S.  / Plasma  Physics) 

V.  1,  1989  - 

Current  year  in  Building  8's  room  14. 


Physics  of  Fluids  (U.S.)  J1  - J4 

V.  2,  1959  - 


UNCLASSIFIED 


UNCLASSIFIED 


44 


Physiology  and  Behavior  (U.K.)  K1  - K2 

V.  4,  1969 


Plasmid  J39 

V.  7,  1982  - V.  23,  1989 


Printed  Circuit  Design  Bldg  13 

V.  6,  1989  - 

Current  year  only  - reading  room. 


Proceedings  of  the  I.E.E.E.  C21 

(Institute  of  Electrical  and  Electronics  Engineers) 

V.  73,  1985  - 

Current  year  in  Building  13 *s  reading  room. 


Proceedings  of  the  National  Academy  of  D7  - D14 

Sciences  U.S.A. 

V.  55,  1966  “ V.  85,  1988 


Progress  in  Energy  and  Combustion  Science  L5 

V.  8,  1982  - 

Current  year  in  Building  8*s  room  14. 


Propellants,  Explosives,  Pyrotechnics  D32 

V.  1,  1976  “ 

Current  year  in  Building  8*s  room  14. 


UNCLASSIFIED 


Prostaglandins 

V.  21,  1981  - V.  37,  1989 


UNCLASSIFIED 


E42  - E43 


45 


Publishers'  Weekly 

V.  229,  1986  - 

Library 

Purchasing 

Current  year  only. 

Supply 

Quarterly  Journal  of  Mechanics  and 

Applied  Mathematics* 

V.  32,  1979  - V.  42,  1989 

E41 

Quarterly  Journal  of  the  Royal 

Meteorological  Society*  (U.K.) 

V.  112,  1986  - 

G47 

Quarterly  of  Applied  Mathematics*  (U.S.) 

V.  39,  1982  - V.  45,  1987 

E41 

Quill  and  Quire 

V.  54,  1988  - 

Library 

Radio  Science 

Current  year  in  room  135. 

Bldg  13 

UNCLASSIFIED 


UNCLASSIFIED 


46 


Research  Money  Library 

Current  year  only. 


Registry  of  Toxic  Effects  of  Library 

Chemical  Substances  / Microfiche 
1977  “ 


Remote  Sensing  of  Environment  (U.S.)  L39 

V.  13,  1983  - 

Current  year  in  Building  13 's  room  135. 


Review  of  Scientific  Instuments*  (U.S.)  M14  - M15 

(same  as:  Journal  of  Physics  E: 

Scientific  Instruments,  G45) 

V.  50,  1979  - V.  61,  1990 


RQ 

V.  27,  1987  - V.  88,  1988 


Library 


Sadtler  Standard  Spectra  138  - 140 

V.  1,  1962  - V.  24,  1964 


SAE  Annual  Index  Bldg  13 

Current  year  only  - reading  room. 


UNCLASSIFIED 


UNCLASSIFIED 


47 


Scandinavina  Journal  of  Infectious  Diseases  M9  - MIO 

V.  8,  1976  - V.  21,  1989 


Science  (U.S.)  01  - 014 

V.  94,  1941  ~ 


Scientific  American  Library 

V.  264,  1991  - 


Scientific  American  Medicine  L46 

V.  12,  1989 

Scientific  and  Technical  Aerospace  Reports  Jll  - J12 

V.  28,  1990  #1  - V.  28,  1990  #24; 

V.  29,  1991  - V.  30,  1992 

Scientific  Instruments*  (U.K.)  G45 

(same  as:  Journal  of  Physics  E) 

V.  12,  1979  - V.  22,  1989 

Selections  du  Reader’s  Digest  Bldg  13 

Current  year  only  - reading  room. 

Sensors  and  Actuators  M4 

V.  1,  1981  - V.  B4,  1991 


UNCLASSIFIED 


UNCLASSIFIED 


Sentinel  (Canadian  Forces) 
Current  year  only  - reading  room 


Bldg  13 


48 


Shock  and  Vibration  Digest  (U.S.)  M3 0 - M3 2 

V.  3,  1971  - V.  21,  1989 


S.I.A.M.  Journal  of  Mathematical  Analysis  H24 

V.  19,  1988  - 


S.I.A.M.  Journal  on  Applied  Mathematics*  (U.S.)  H7 

V.  36,  1979  - 


Simulation  Bldg  13 

V.  56,  1991  - 


Strategy  & Defence  Bldg  13 

Current  year  only  ~ reading  room. 


Synthesis  (Germany)  129  - 130 

V.  1,  1973  - 


Tetrahedron  (U.S.)  G1  - G8 

V.  1,  1957  - V.  39,  1983 


UNCLASSIFIED 


UNCLASSIFIED 


49 


Tetrahedron  Letters  (U.S.) 

No.  1,  1959  - No.  52,  1975 

G9  - G16 

Fiche:  v.  25,  1985  •»  v.  30,  1989 

Library 

3 Tech;  The  3 Com  Technical  Journal 

V.  1,  1991  - 

Current  year  in  reading  room 

Bldg  13 

Toxicology 

V.  20,  1981  “ 

F47  - F48 

Toxicology  and  Applied  Pharmacology  (U.S.) 

V.  1,  1959  - 

A1  “ A5 

Toxicology  In  Vitro 

V.  1,  1987  - 

L30 

Transactions  of  the  ASAE 

K44  - K45 

(American  Society  of  Agricultural  Engineers) 

V.  17,  1974  - 

Current  year  in  Building  13 's  room  111. 

Transactions  of  the  A.S.M.E.* 

(see  Journals  of;  Applied  Mechanics,  Basic  Engineering,  Dynamic 
Systems,  Fluids  Engineering,  Heat  Transfer,  Measurement  & Control, 
Mechanical  Design,  Vibration,  Acoustics  and  Stress  in  Reliability  in 
Design. ) 


UNCLASSIFIED 


UNCLASSIFIED 


50 


Transactions  of  the  Society  for 

Computer  Simulation 

V.  8,  1991  » 

Current  year  - reading  room. 

Bldg  13 

Trends  in  Pharmacological  Sciences* 

V.  1,  1980  ~ 

J33 

Unix  Review 

V.  9,  1991  - 

Reading  room. 

Bldg  13 

Unix  World 

V.  8,  1991  - 

Reading  room. 

Bldg  13 

Vehicle  System  Dynamics  lAVSD 

V.  9,  1980  - 

Stored  in  room  111. 

Bldg  13 

Virology*  (U.S.) 

V.  92,  1979  - 

F39  - F42 

Veterinary  Medicine* 

V.  85,  1990  ~ 

UNCLASSIFIED 

Bldg  10 

UNCLASSIFIED 


51 


War  Medicine  L15 

V.  2,  1942  - V.  8,  1948 


Waste  Business  West  Library 

V.  3,  1992  - 


W.H.O.  Bulletin  A22 

(same  as:  Bulletin  of  the  World  Health  Organizations) 


Weatherwise  Met 

Current  year  only 


UNCLASSIFIED 
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